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According to soures, the present staff of the Dejasmatch Balcha Hospital 25X1X 


in Addis Ababa consists of only two doctors, an seulist, a pharmacist, and 
three nurses, Source states categorically that these persons consbitube 
the entire Soviet medical persewae] is Ethiopia 
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